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The Argentine government has been investigating a recent destructive fire in 
a Buenos Aires cotton warehouse, for evidence of sabotage by the political 
opposition or Communists. According to a government official, the omers of 
the warehouse and of the stored cotton had not taken proper precautionary 
measures against fire and the cotton owmers quite possibly were carrying on 
an attack against the administration by deliberate sabotage. As a result, 
the government has been considering enacting legislation which wovld punish 
individuals for not taking proper precautions against destruction of stock- 
piles of Argentine raw material by fire and other causes. 


Document No, 
NO CHANGE j 


CONFIDENTIAL 
CONFIDENTIAL 


weg Wee seta fee CONFRMMT IAL 
eae wa i pe<] nena muse | | DISTRIBUTION 
[AR wi AAR ee ome Be SaPR AONE: op) Ee oie Wes Dan 


Approved For Release 2001/11/23 : CIA-RDP82-00457R002800460003-2 


